94      DOCKETED ITEMS

V. Operator Examinations

9109100098 Advises that administration of written exams scheduled for 911018 & oper-
ating exams scheduled for 911021.Ref matis listed on end should be provided by
910821

PEEBLES.TA Region 2 (Post 820201). 91/08/16. GOLDBERG J.H. Florida Power &
Light Co. 12pp. 59022:094-59022:105.

9109030103 Forwards Rev 12 to "Training & Qualification Plan," consisting of summary
of changes & marked up copy of revised pages & direction for incorporating rev into

SAGER.DA Florida Power & Light Co. 91/08/26. Document Control Branch (Docu-
ment Control Desk). 3pp. 58953:001-58953:084.

-9109030117 Rev 12 of 'Training & Qualification Plan."
SAGER.DA Florida Power & light Co. 91/08/16. 80pp. 58953:004-58953:084.
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F. Security, i

9109180113 Revised EPIPs,including Rev 5 to EPIP 4005,Rev 8 to EPIP 4006,,Rev 8 to
EPIP 4007,Rev 5 to EPIP 4227,Rev 9 to EPIP 4301,Rev 5 to EPIP 4305B,Rev 6 to
EPIP 4606,Rev 11 to EPIP 4112-1 & Rev 3 to EPIP Form 4606-1.
BUCH.W.H., DEMBEK.T., BROOKS.LD. Northeast Nuclear Energy Co. (subs, of
Northeast Utilities). 91/08/21. 200pp. 59137:251-59138:129.

9109190216 Rev 4 to EPIP 4013, "Control Room Data Coordinator."
BUCH.W.H., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
91/09/15. 6pp. 59165:284-59165:289.

H. General correspondence

9109260065 Forwards revs to distribution list for NRC correspondence, reflecting addi-
tion of NS Reynolds of law firm of Winston & Strawn.per 910606 Itr.
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA,EJ. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.EJ. Northeast Utilities. 91 /
09/18. Document Control Branch (Document Control Desk). 9pp. 59217:187-
59217:195.

P. Operating license stage documents & correspondence

9109130240 Forwards info re activities at facility for review & followup.Requests that re-
sults of review & disposition of matters be submitted within 30 days of Itr receipt.Enc!
withheld (ref 10CFR2.790(a)).

HEHL.C.W. Region 1 (Post 820201). 91/08/06. MROCZKA.EJ. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 2pp.
59113:033-59113:034.

9109030101 Requests results of review & disposition of matters re encl 10CFR2.790(a)
info issues.lnfo requested within 30 days of receipt of Itr.W/o encl.
HEHL.C.W. Region 1 (Post 820201). 91/08/14. MROCZKA.E.J. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). 2pp. 58951:080-58951:081.

9109090025 Requests that results of review & disposition be submitted within 30 days.
HEHUC.W. Region 1 (Post 820201). 91/08/16. MROCZKA.EJ. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). 2pp. 59049:119-59049:120.

9109090195 Requests review & disposition of matters re activities at facility.per allega-
tion R!-91-A-0074.Response requested within 30 days of receipt of Itr.EncI withheld
(ref 10CFR2.790(a)).

HEHL.C.W. Region 1 (Post 820201). 91/08/16. MROCZKA.EJ. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). 2pp. 59049:004-59049:005.

9109030196 Requests that results of review & disposition of matters concerning activi-
ties at facility be submitted to Region I within 30 days of receipt of Itr.
HEHL.C.W. Region 1 (Post 820201). 91/08/20. MROCZKA.EJ. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). 2pp. 58951:041 -58951:042.

9109160133 Forwards info received by NRC re activities at facility. Results of review &
disposition of matters should be submitted to Region I within 30 days of receipt of
ItnEncI withheld (ref 10CFR2.790(b)).

HEHL.C.W. Region 1 (Post 820201). 91/08/21. MROCZKA.E.J. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). 2pp. 59108:173-59108:174.

9109160137 Forwards info received by NRC re activities at facility. Results of review &
disposition of matter should be submitted to NRC within 30 days of receipt of Itr.EncI

HEHL.C.W. Region 1 (Post'820201). 91/08/22. MROCZKA.EJ. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). 2pp. 59108:175-59108:176.

9109040151 Concludes that changes to util QA program acceptable in that QA program
continues to satisfy criteria of App B of 10CFR50.

BETTENHAUSEN,L Region 1 (Post 820201). 91/08/23. MROCZKA.EJ. Northeast
Nuclea- Energy Co. (subs, of Northeast Utilities). MROCZKA.EJ. Northeast Utilities,

9109040099 Forwards operability.reportability & communications task group final rept.
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu-
SLeaLEner9y CQ' ^S*' of No^east Utilities). MROCZKA.E.J. Northeast Utilities. 91 /
08/26.  Document Control  Branch  (Document Control  Desk).  15pp.  58996:287-

9109040441 Forwards invoices received by utils for FY91 annual matls license
fees.Payment of listed invoices will be made by wire transfer on 910906.
MROCZKA.EJ. Northeast Utilities Service Co. (subs, of Northeast Utilities).
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). 91/08/30. License Fee & Debt Collec-
tion Branch (Post 890827). 8pp. 59017:266-59017:273.

9109110300 Forwards Rev 14 to QA program.

NORDQUIST.D.O. Northeast Utilities. 91/09/05. Northeast Utilities. 2pp. 59086:001-
59086:140.

9109200143 Provides progress of Region I 910220-21 engmeenng syrnposium action
items,including guidance  on  operability  &  reportability.endorsmg   NSAC-125  for
10CFR59.59 reviews* training of NRC personnel in mod process.
LANNING.W. Region 1 (Post 820201). 91/09/10. MROCZKA.E.J. Northeast Nuclear
Energy Co. (subs! of Northeast Utilities). 3pp. 59156:198-59156:200.

9109260159 Forwards info forwarded to NRC re activities at facility.for review &
followup.Encl withheld (ref 10CFR2.790(a)).

HEHL.C.W. Region 1 (Post 820201). 91/09/11. MROCZKA.E.J. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). 2pp. 59209:279-59209:280.

9109230155 Discusses normal station svc transformer A & load ctr transformer tap set-
tings for Haddam Neck & Millstone Nuclear Power Station units.
MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util-
ities. 91/09/17. Document Control Branch (Document Control Desk). 3pp. 59191:355-
59191:357.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109240200 Ack receipt of 910730 Itr informing NRC of steps taken to correct violations
noted in combined insp repts 50-245/91-11,50-336/91-14 & 50-423/91-14.
JOYNER.J.H. Region 1 (Post 820201). 91/09/03. MROCZKA.EJ. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). 2pp. 59183:071-59183:079.

9109170056 Forwards insp repts 50-245/91-80,50-336/91-80 & 50-423/91-81 on
910708-12 & 22-26.Weak performance noted.

HEHL.C.W. Region 1 (Post 820201). 91/09/06. MROCZKA.EJ. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). 3pp. 59109:107-59109:136.

-9109170064 Insp repts 50-245/91-80,50-336/91-80 & 50-423/91-81 on 910708-12 &
22-26. Major areas inspected:extent of performance related problems identified in most
recent SALP rept.

SUMMERS.R., MEYER.G. Region 1 (Post 820201). 91/08/29. 27pp. 59109:110-
59109:136.

9109240084 Forwards safety insp rept 50-336/91-18 on 910623-0814. Overall operation
of facility continued to be satisfactory.

WENZINGER.E.C. Region 1 (Post 820201). 91/09/06. MROCZKA.E.J. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). 3pp. 59173:204-59173:272.

-9109240094 Insp rept 50-336/91-18 on 91 0623-08 14.Overall operation of facility con-
tinued ' to   be   satisfactory.Major   areas   inspected:   plant   operations.radiological
controls.maint.surveillance, licensee self-assessment & periodic repts.
KELLY, EM. Region 1 (Post 820201). 91/09/05. 66pp. 59173:207-59173:272.

9109130040 Forwards 910507-08 audit trip rept re review of status of C-E Owners
Group program on reanalysis of pressurizer surge line for thermal stratification effects
concerning Bulletin 88-01 1 .

VISSING.G.S. Project Directorate I-4. 91/09/09. MROCZKA.EJ. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Connecticut Yankee Atomic
Power Co. 11pp. 59186:230-59186:240.

9109230012 Forwards radiological controls insp repts 50-245/91-15, 50-336/91-21 &
50-423/91-17 on 910812-16.No violations noted.Several commendable initiatives
noted including enhancement of high radiation area access point.
JOYNER.J.H. Region 1 (Post 820201). 91/09/10. MROCZKA.EJ. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). 2pp. 59156:057-59156:070.

-9109230015 Radiological controls insp repts 50-245/91-15,50-336/91-21 & 50-423/
91-17 on 910812-16.No violations noted.Major areas inspected:action on previous
insp findings.organization & staffing & training & qualification.

NIMITZ.R.L, PASCIAK.WJ. Region 1 (Post 820201). 91/09/09. 12pp. 59156:059-
59156:070.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

91M110008 Forwards ''Millstone Nuclear Power Station.Units 1,2 & 3 Semiannual Ra-
dioactive Effluents Rept,Jan-June 1991." Annual radioactive effluents dose rept will
include assessment of doses due to liquid/gaseous effluents.

Northeast   Nuclear   Energy   Co.   (subs,   of   Northeast   Utilities).

0' Document controi Branch

NuClear Power Statlon'Units 1.2 & 3 Semiannual Radioactive
f Northeast  Utilitie8>'  91/06/30. 56pp.

9109170253 Forwards > monthly operating rept for Aug 1991 for Millstone Unit 2 & re-
orul  991 .consisting of operating data rept sheet.

ieaI^ner9y Co- (subs, of Northeast Utilities). SCACE.S.E.
Document Control Branch (Document Control Desk). 1p.910905 proceedings in Syracuse,NY in ref to util JA
